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SOCIETY AFFAIRS 

ADDITIONS TO THE MEMBERSHIP 

Active 

J. C. Adams, American Water Works & Electric Company, 50 
Broad Street, New York, N.Y. 

M. Harvey Bliven, Assistant Engineer Water Department, Eastman 
Kodak Company, 5 Adrian Street, Rochester, N.Y. 

R. E. Borrowman, Bradley Engineering Service, St. Cloud, Minn. 

A. C. Bromschwig, Superintendent Filtration and Water Works, 
Whiting, Ind. 

J. W. Calhoun, Meter Foreman, New Chester Water Co., Box 
264, Chester, Pa. 

Howard B. Claflin, Superintendent Water Works, City Hall, 
Phoenix, Ariz. 

Oscar Claussen, Chief Engineer Department of Public Works, 
City Hall, St. Paul, Minn. 

H. Conradi, State River and Water Supply Commission, Treasury 
Gardens, Melbourne, Australia. 

Ivan Escott, Assistant General Inspector, Home Insurance Com- 
pany, 56 Cedar Street, New York, N.Y. 

G. E. Flower, Sanitary Engineer, Room 211 City Hall; Cleveland, 
Ohio. 

W. M. Heaton, Treasurer Pueblo Water Works, Pueblo, Colo. 

Albert H. Jewell, Chief Engineer, State Board of Health, 1636 
New Hampshire Street, Lawrence, Kans. 

Arnott Chiswell King, Chief, Meter Department, Massillon Water 
Supply Company, Massillon, Ohio. 

Frank T. Lamey, Superintendent, New Chester Water Company, 
422 East 20th Street, Chester, Pa. 

E. A Lawrence, Consulting Civil and Municipal Engineer, 511— 
12 Hartman Building, Columbus, Ohio. 

John A. McDace, Water and Sewer Contractor, 4036 Fairview 
Avenue, Detroit, Mich. 

Frank M. McElroy, Superintendent Water Department, 321 Main 
Street, Racine, Wis. 
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R. F. MacDowell, Division Engineer, Morris Knowles, Inc., 716 
Hippodrome Building, Cleveland, 0. 

Joseph F. Majeske, Assistant Cashier, Board of Water Commission- 
ers, Detroit, Mich. 

L. A. Marshall. Chemist, Filtration Plant, W. 32d Street and 
Detroit Ave., Cleveland, 0. 

William A. Megraw, Water Engineer, City Hall, Baltimore, Md. 

H. E. Miller, Director, Bureau of Sanitary Engineering, State 
Board of Health, Raleigh, N. C. 

Harry Reinhardt, Assistant Chief Engineer, East Bay Water 
Company, Oakland, Cal. 

Orville Z. Tyler, Superintendent Water and Power, Main and 
Orange Streets, Jacksonville, Fla. 

Edwin B. Wagner, Superintendent Water Works, Downington, 
Pa. 

Corporate 

Department of Water, Oswego, N. Y. 

Sherrill-Kenwood Water Commission, Stephen R. Leonard, Chair- 
man, Kenwood, N. Y. 
Water Trustees, Muscatine, la. 

Associate 

American Iron Products Company, Inc., 107 Liberty Street, New 
York, N. Y. 

Continental Pipe Manufacturing Company, 3904 Woolworth 
Building, New York, N. Y. 

National Tube Company, W. L. Schaeffer, 1902 Frick Building, 
Pittsburgh, Pa. 

Underwood Typewriter Company, 30 Vesey Street, New York, 
N. Y. 

The J. G. White Engineering Corporation, 43 Exchange Place, 
New York, N. Y. 

Deaths 

H. C. Curran, Superintendent Water Works, Waterford, N. Y., 
died May 7, 1921. 

Albert H. Wehr, June, 1921. 



